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HOWARD PARALLEL BENCH VISE. HOWARD PARALLEL BENCH VISE.; HOWARD PARALLEL BENCH VISE. 





FIXED. SWIVEL. | FIXED. SWivV EL. 
No. 0, Length of Jaw. 3 in., weight, 2544 Ibs....$5.50 | No. 00, Length of Jaw, 2 in., weight, 74 Ibs. .34.00 | No. 20. 2-inch Jaw hig eva $4.00 
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HOWARD COACH MAKER’S VISE. HOWARD COACH MAKER’S VISE. 
Swiv EL. FIXED. 
No. 1, Length of Jaw 4 inches......cccseseesees $12.50 No. 2, Length of Jaw 4 in., weight 374 lbs... .$10.00 
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UNIVERSAL COMBINATION 
VISES. 

These Vises are very handy mechanical 
} appliances for general use, as they com- 
bine two different and separate vises in 
one, They are made very strong, and 
will swivel in any direction. The ‘‘ Com- 
bination Pipe and Metal Workers’ Vise,”’ 
for instance, will be found a very useful 
and practical instrument in every engine 


room, as the engineer, with the aid of a 





few pipe tongs and die plates, can, in most PATENT APPLIED FOR 
PATENT APPLIED FOR. wg 5 
cases, do all the small repairing and fitting [NIVERSAL COMBINATION PIPE AND 
UNIVERSAL COMBINATION WHEEL- o¢ nines, etc., himself. METAL WORKERS’ VISE. 
RIGHT AND METAL WORKERS’ VISE. No 102. Length of Jaw, 4% in., opens 414 in., and 

+ a me wat Sake Sates fi diameter to 3 in. ” 

Length of Jaw, 4% ir, Sees 414 in., weight, 83 lbs., No. 103. Cr Jaw, opens tig in. and wili take. 
from 3¢ in. to 2 in. diam. pipe, wt , 52 lbs.$12.0 


These Vises have been manufactured by us since 1865 and meet with general favor. They are strong and 
simple. Every Vise Warranted. Liberal discount to the Hardware Trade. Orders solicited. 


Eioward Iron Works, ™ Buffalo, N. YY. 





